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„GENERAL DATA 


Filament, Coated: 
Voltage. ...’. 
Current. .. 


Mechanical: 


Maximum Overal! Length 
Maximum Seated Length. . 


Basing Designation for BOTTOM VIEW 
Pin 1—Filament (+) ORO, Pin 6 -Triode Grid 


Pin 2-Triode Plate Pin 7-No 
Pin 3-No G) i) Connection 
Connection Pin 8-Filament {-) 
Pin 4-— Diode Plate @ AN 7) Plug -Base 


Pin 5- No CYC) Shel] 
Connection S 


Maximum Ratings and Characteristics for Type 1LH4 
` are the same as those shown for the 1H5-GT. 
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